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PART II— Section 3— Sub-Section (i) 

(TWT HNTOU ift #ftrrt) RTTN RY«hTC % RNTedff UK (ifa TTJq-WWf % STSmpff 

strfafnrfruf iru 'srnff fafa % v-dMn »hf) tftr <JnV) fan) 

qfr htntut famr (Dr^t rtntu>i svK % srrfcsr, wifa $) i 

General Statutory Rules (including orders, bye-laws etc. of a general character) 
Issued by the Ministries ot the Government of India (other than the Ministry 
of Defence) and by Central Authorities (other than the Administrations of 
Union Territories). 


MINISTRY OF HOME AFFAIRS 

New Delhi, the 2Vth April 1969 

G.S.K. 1104. — In exercise of the powers conferred by the proviso to article 309 
of the Constitution and all other powers enabling in this behalf, the President 
hereby makes the following rules further to amend the Central Secretariat 
Service Rules, 1962, namely:— 

1. (1) These rules may be called the Central Secretariat Service (Amendment) 
Rules, 1969. 

(2) They shall come into force on the date of their publication In the 
Official Gazette. 


C ^57 ) 
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2- In the Second Schedule to the Central Secretariat Service Rules, 1962, 
under the heading “Ministry of Food and Agriculture (Department of Agricul- 
ture)", after entry (ill), the following entry shall be inserted, namely: — 

“(iv) Directorate of Economies Deputy Director (Adminis- 

and Statistics. tration) ...” 

[No. F. 4/31/69-CS(I).] 
M. K. VASUDEVAN, Under Secy. 


fofatl, 28 Uter, 1969 

HI° fao 1105. — <1*4 M fa HfafJTH % 309 % JKT STCH 

wfwrr spT *nr*f wfa sufi 5p*i «ft j fafa gtT 

1TTI farr, 1962 m tffa mT ROTtOR frTfl % fair rr^ fTTT fafnfafajH famr Tflfa 

mrfa; : — 

1. ( i) if faw ufadurr mr (<rcrt«ff) fatra", 1969 m R&t, 

( 2) if srufrnft trw if 5 Tfpw cmfasr r hpj 1 

2 . %Tffa trffarrud <rar faw, 1962 ^ ^atf ihujfat if “to «ttt ?far 

ifflw (frftr fa»mr) ^ mffa srfafe (iii) % fa w fe rfard 
ufafe fafasr dff srnpfr, Wfa : — 

“(iv) Rlfmdffa fwmmr uv-faro^ (sp?mur) ’’ 

[do 4/31/69— %° fro ( 1 )] 
itro %o dT+iifa'ir wq < ufaq i 


New Delhi, the 29 th April I960 

G.S.R. 1106. — In exercise of the powers conferred under entry 3(c) of Schedule I 
annexed to the Ministry of Home Affairs Notification No. 15/13/ 90- (V) -P.IV. , 
dated the 13th July, 1962 (published in the Gazette of India, Part II, Section 3, 
Sub-section (ii), dated the 28th July, 1982), the Central Government is pleased 
to specify Yuvraj Krishnakumar Sinhji, a member of the family of the Ruler of 
CHUDA (Gujarat) for the purpose of that entry and directs that the exemption 
shall be valid in respect of the following arms and ammunition, namely : — 

(1) One 12 bore gun and one rifle with maximum one thousand cartridges 

per calendar year; and 

(2) One revolver or one pistol with maximum one hundred cartridges per 

calendar year- 


[No. F. 16/13/08-P.IV-] 

G.S.R. 1107. — In exercise of the powers conferred under entry 3(c) of Schedule I 
annexed to the Ministry of Home Affairs Notification No- 15/13/59-(V)-P.IV., 
dated the 13th July, 1982 (published in the Gazette of India, Part II, Section 3, 
Sub-section (ii), dated the 28th July, 1962), the Central Government Is pleased 
to specify Yuvraj Shrl Pushpendra Sinhji Narendrasinhji, a member of the family 
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of the Ruler of VIRPUR (Gujarat) for the purpose of that entry and directs that 
the exemption shall be valid in respect of the following arms and ammunition, 
namely : — 

(1) One 12 bore gun and one rifle with maximum one thousand cartridges 

per calendar year; and 

(2) One revolver or one pistol with maximum one hundred cartridges per 

calendar year. 


[No. F. 16/ll/68d>rV.l 
D. D. JOSHI, Dy. Secy. 


Rffcmt, 29 srfor, 19691 

RToRfofifo 110 8: — RTRTR TfrfRRR fflRR 991 ’Ft 1 3ft Rfafe 3 (r)-^ 

RsrrsR qft rstt 15/ 13/5 »— ( 5 ) — 'ft— 4 faRR? i 33 [RTf, 1902 sitt tran 
icrfRTKf jrYr tR fir rtftt (’prem) % mtrt % qw rrttn fuRf rtt 
T' r Rf?r TtVfe % tRY gf faRr tdY | % 

nwf cm RRfRd qrrr^Rf % fnR NR fpft - — 

( 1 ) R*F 1 2 NIT R RRN rYt RT TT^ER cTRI RfaRMR ha* =r*TT ictt^r 
trfR *pf 1 

( 2) RF fTRRRT RT RF f'RrffN RRT RfipFcR RRT rY RRTiJR Ufa I 

[R° RRio 16/l3/68-'ft-4 J 

Rfo RT° fao 1109: — RTRTR tTtFrRR faRR 991*FtR^fY 1 Srf*rfe 3(R)-Rg 
WIHR RftrgRRT fasRT 1 s/l 3/S9— ( 5 )-RY-4, faRTRT 13^Rlf, 1962SraRRH 
RftPFrrf FT 5RR fR |R %ftffa RRrrT^tRJT (RNTIR) % NTRF % 5* RRTTN «ft 
fRg R RRlfaf R Ft RFR RRfRE % ftfa RfST^fFR RTR?ft ft faRr RY % fF Rg ^ 
fRRfRfSR UIRjff FRT RRfRJR FTTcfat % fafR RTF g>ft : — 

(l) RF 1 2 FR R F^F Rf RF miTR FRTRrFRR RF FRIT qTT^R Ufa 
Rf I 

( 2) RF fTRRRT RT RF faRfa RRT RffaFFR RF R FIT^R Ufa RR I 

[Ro RFo 16/11/68-^-4] 

"^Yo rVo -sfl bD ) RR RfRF, I 


New Delhi, the 29th April 1969 

G.S.R. 1110. — In exercise of the powers conferred by clause (g) of sub-section (1) 
of section 4 read with sub-section (2) of section 5 of the Jallianwala Bagh National 
Memorial Act, 1951 (25 of 1951), the Central Government hereby nominates Giani 
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Gurmukh Singh Musaflr as a trustee of the Jalllanwala Bagh National Memorial 
for a further term of five years with effect from the 25th June, 1966. 

[No, F. 18/38/69-Judl.L] 

K. P. SINGH, Under Secy. 


CORRIGENDUM 
New Delhi , the 28 th April 1969 

G.S.R. 1111, — In the Notification of the Government of India in the Ministry 
of Home Affairs No, 1/2 (14)/G7-ANL dated January 13, 1969 published as G.S.R, 
103 at pages 381 — 383 of Part II sub-section (i) of Section 3 of the Gazette of 
India dated the 26th January, 1989, at page 381. in line 22 from the bottom, for 
1968 read 1089. 


[No. 1/2 (14) /67- AND.] 
R. O. GUPTA, Under Secy. 


DEPARTMENT OF COMMUNICATIONS 
(Posts and Telegraphs Board) 

New Delhi, the 2 5th March 1989 

G.SJt. 1112.— In exercise of the powers conferred by the proviso to article 309 
of the Constitution, tho President hereby makes the following rules regulating 
the method of recruitment of French Translators in the Foreign Post Units of the 
Posts and Telegraphs under the Department of Communications, namely: — 

Short title and commencement.— (1) These rules may be called the Indian Posts 
and Telegraphs (French Translators In the Foreign Post Office) Recruitment 
Rules, 1989. 

(2) They shall come Into force on the date of their publication In the Official 
Gazette. 

2. Application. — These rules shall apply to the post of French Translators 
specified In Item I of the schedule annexed hereto. 

3. Classification and scale of pay.— The classification of the said post and the 
scale of pay attached thereto shall be as specified in items 2 and 3 of the said 
schedule. 

4. Method Of recruitment, age limit and other qualifications. — The method of 
recruitment, age limit, qualifications and other matters connected therewith shall 
be as specified in items 4 to 12 of the schedule aforesaid: 

Provided that the upper age limit may be relaved in the case of Scheduled 
Castes, Scheduled Tribes and other categories of persons in accordance with the 
orders issued by the Central Government from time to time. 

6- Disqualification. — (a) No person, who has more than one wife, living, or 
who, having a spouse living, marries, in any case in which such marriage is void 
by reason of the taking place during the lifetime of such spouse, shall be eligible 
for appointment to the post; 

(b) No woman, whose marriage is void by reason of the husband having a 
wife living at the time of such marriage, or who has married a person who has 
a wife living at the time of such Carriage, shall be eligible for appointment to 
the Dost: 

Provided that the Central Government may, if satisfied that there are special 
grounds for so ordering exempt any person from the operation of this rule. 

6. Power to relax,— Where the Central Government Is of opinion that it Is 
necessary or expedient so to do, it may, by order, for reasons to be recorded 
in writing, relax any of the provisions of these rules with respect of any class 
or category of persons /the post. 
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Schedule 


t. Name of the post .... . French Translator attached to the Foreign 

Post Office. 

2. Classification ... General Central Service Class III. Non- 

Gazetted (Ministerial), 


' 3. Scale of Pay . . .... 210 — 10—290 — 15 — 320— EB — 15—425. 

4. Whether Selection post or non-selection post . Not applicable. 

5. Age limit for direct recruitment . 18 to 25 yearB as on the 1st July of the 

year of recruitment. 

6. Educational and other qualifications required for Essential : — 

direct recruitment. (i) Should have passed the degree exami- 

nation of a recognised University or 
should possess an equivalent qualifica- 
tion. 

(ii) Should hold diploma/certilicate in 
French from a recognised Universiry, 
ror from a College or institution pro- 
viding instruction in French or should 
have had French as one of the sub- 
jects for the degree examination of a 
recognised University or the exami- 
nationrecognised as equivalen t 
qualification. 

Desirable : — 

Experience in translating French into 
English and vice versa. 


7. Whether age and educational qualifications pres- Not applicable. 

cribcd for direct recruits apply in the case of 
promotion. 

8. Period of probation ..... Two years 

9. Method of recruitment whether by direct 100% by direct recruitment 

recruitment or by promotion on transfer and 
percentage of vacancies to be filled by various 
methods. 

10. In case of recruitment by promotion, transfer, Not applicable 
grades from which promotion to be made. 

11. Jf a DPC exists what is its composition Not applicable 

12. Circumstances in which U.P.S.C. is to be con- Not applicable 
suited in makin g recruitment , 


[No. 20/29/08-SPB I.] 

R. RAJAGOPALAN, 
Asstt. Director-Gene-'' 1 . 


(*w-<nr vti). 

25 ET#, 1969 

Hl+ll’-q RtfaftR' fdqH 111 3 — tfTq a H % 309 % H ski 5T5tT 

Cl" *PT Tf-qi ^ ^ I 'ti-d I 5 ftfTFr % TW 

Ji tfiV smmilr % qrf ^ % fRtpFT % ftnr fFTR *Fn% ; — 
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1 - fig 5 JW 1 T : ( i) T fwr TOnffa Yrm-RR; TOTOR 

it Iffa SJ^K^T) % rpff fTOR, 1969 O’ it | 

( 2) Sr from ipm Jr nmifncr gRt # RKter Jr # mg 1 

2. mg mro pi fim-q : — % from, mrr fir rtot ngg# % mrmr it fofW 

ngnromf % #r'n if mg #r 1 

3. TOfmrtq R«n mTO-nm : mm qraff mr mffa <ii mil mr% qTO-TOT TOR gm 
% VTfnr 2 tot 3 Jr fig mr ottoy ?fnt 1 

4. n# vr erf.mr, mg nm «nr wm : — mff mr mftmT, mg rfhrr, vjd i i( 

tot qtifnftfr tot tot mm mrg# % ww 4 m 12m fan to ngnm pffir 1 

frog mrir inn nw ftm 1 m ## mff % fmrcr fqf%m srrq-rftrrr if wngfro mfrof 
m nggfTO unfair mfrof nr from toT % mfmrof %■ fmr %gfcr rnmrr grtr mro-mro 

qr mft fmrr to tot# % wgmr fm # m toto 1 1 

5 . ’Em?? >Ta : — (m) mr^ # #tt gw ??rn to ftgfm mr qm qtflf ftm fmm# 
gm % srfsrm qfmni #fmr # nr # to tt# % i>fppimn n tfnr ^ttt frogr mmT t # 
#fu ?fr 1 

(u) mf£ # r^ifr wn to to fmjfmr mt qrar r# ## f#rmr fong mr% 
qfcr qif 11# qmrt #fro g# to ^nlr fam? m#r % mixm n^n gf m fro# fm# ^ mimr 
% fwf fmnr ?fr fm# to# TOft t|it frorrg % mm #fmr # 1 

TO*r ng to nrom #m fm qfq %?#r tor m^?r % froto mn# It 
mgc? gt # ng tr fmnr n fm# # mfro mt w: % nrn# ^ 1 

6 . firnnt Rf ft mri < wfiwir ■ — mg rrmnr mr ng mr # 1m rfm mmr 
^jrmmm rt nrerntn $ # ?rr% mrmr fm? mr fm# # rt mt % mfmmt % rrrrt n 
frm# % -d'mqt ir # mr qm# ^ 1 

nggfr 

1, TOmrnm . TOi##n it mmar iSm 

2 mffmrnr rrmim ?mr IIJ, nrrm* 

qf#r (f^rfqrr ^iffn) 


3 . #RT-nm 210 — 10 — 290—1 5 — 32 0 — 'To#' 1 — 1 5 — 

42 S 

mg mff #nr i 

4 # %■ mr # q^# mnrf mt 1 8 Ir 25 
to rri 


4 , gqm nr iiT-rnmn q^ f, 

5. ## n# % fig ^Tg-#qT 
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s. tfttfr Heft % fniT hhw fteifaror m\ 
M ri A wfcrnt 


7. TTT Tfttft ■*Tcff % scrnj aHT 

fwr *r«hft tot ttWt % 
HTroff tt ift hdj; fWt 

8. ifT^tHiH *tft TOfa 

9. Heft TT TftTT— -TOT TT TOt TT Heft 

tfttft ftft TT fTOTRTTH TT% qftsrff 

3TTT f>ff ift? fqfTOT toM % Ht 3TTT 
TT% TTf TT HftrUTT I 

10 . qff nff toWt puhrw tttt qft 
^iHft ft ft mA fro% toWt qtt 
TOft £ 1 

11. ufa fro faHHfrr qfrsrff fWt 

TOTf eft TH% TOT q?T UfW 

12. S'T TOT TT Heft % f*TT f%H qfTfwfTOT 

if to hFf Tot totVt A topth fw 

iTTTT I I 


•trfTOTT : 

( I ) fTTt TOTOT 5 TTTOT fTTOfTOTTHT tft 

ftnft <rctw YTfrff jfr-TT ht%tt ^ 

?*fr % HWST ST^rTT f>ft TTffT | 

(II) fT*fr TT-TOiT 3TTtT fTTOfTTm 
TT?R ill frHT A TOT TT ftitfri 
ft TOft ft, TOT if f^fTO/TOT'iPTT 
TffsH Y?fH ftn ^rrffT tt froft 
TOTOT TTTT fqwfqTTT-TT A fWt 
Tften tt tottw nroft 3rrT 
Tivft ofm it tot ffror % eftr 

T T fwm ft I 
TisflT ; 

TOT ft HlfsfT ir *ftT m : 3ft # TOT *t TOHTT 
TT TOHT I 

•o 

HHJT Tjft fteTT I 

ft TH I 

1 00 nfeTTO Tfreft Heft 5TTT I 

TOT Tft rft'TT I 

TOT Tft fteTT I 
Ml 9 Tft ftTTT I 


[h° 20-2 96 9 -itH° <ff° Ht°] 

CTTTc TTTOltqTTPT, 
HfHRT HfTfffwT (t^oftolrtfo ) | 
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MINISTRY OF INDUSTRIAL DEVELOPMENT, INTERNAL TRADE AND 

COMPANY AFFAIRS 

(Department of Internal Trade) 

New Delhi, the 39th April 1969 

G.SJt. 1114. — In exercise of the powers conferred by sub-section (2) and (3) 
of section 4 of the Khadi and Village Industries Commission Act, 1956 (61 of 1956), 
read with rule 3 of the Khadi and Village Industries Commission Rules, 1957, 
the Central Government hereby appoints the following persons as members of 
the Khadi and Village Industries Commission, established under sub-section (1) 
of section 4 of the said Act, upto the end of March, 1972 with effect from lBt May, 
1989 and nominates Shri U. N. Dhebar and Shri K. Arunachalam as Chairman and 
Vice-Chairman thereof respectively, namely : — 

Chairman 

1. Shri U, N. Dhebar- 

Vice-Chairman 

2- Shri K. Arunachalam. 

Members 

3. Shri Som Dutt Vedalankar. 

4. Shri Manmohan Choudhary. 


[No. F- 41 / 2/69-KVI (P) .] 


G.S.R. 1115. — In exercise of the powers conferred by section 10 of the Khadi 
and Village Industries Commission Act, 1956 (61 of 1956), read with rules 13 and 
14 of the Khadi and Village Industries Commission Rules, 1957, the Central 
Government hereby reconstitutes the Khadi and Village Industries Board with the 
following members, who shall hold office upto 31st March, 1972 with effect from 
the 1st May, 1960, namely: — 

Chairman 

1. Shri U. N. Dhebar. 


Vice-Chairman 

2 . Shri K. Arunachalam. 


Members of the Khadi and Village Industries Commission 

3. Shri Som Dutt Vedalankar- 

4. Shri Manmohan Choudhary. 

5. Chairman, Andhra Pradesh Khadi and Village Industries Board, Hyderabad. 

6 . Chairman, Bihar Khadi and Village Industries Board, Patna. 

7. Chairman, Madhya Pradesh Khadi and Village Industries Board, Bhopal. 

8 . Chairman, Maharashtra Khadi and Village Industries Board, Bombay. 

9. Chairman, Rajasthan Khadi and Village Industries Board, Jaipur- 

10. Chairman, West Bengal Khadi and Village Industries Board, Calcutta. 

11. Chairman, Assam Khadi and Village Industries Board. Shillong. 

12. Chairman, Gujarat Khadi and Village Industries Board, Ahmedabad- 

13. Chairman, Kerala Khadi and Village Industries Board, Trivandrum. 

14. Chairman, Tamil Nadu Khadi and Village Industries Board, Madras. 

15. Chairman, Mysore Khadi and Village Industries Board, Bangalore. 

16. Chairman, Punjab Khadi and Village Industries Board, Chandigarh. 

17. Chairman, Uttar Pradesh Khadi and Village Industries Board, Kanpur. 
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18. Chairman, Haryana Khadi and Village Industries Board, Chandigarh, 

19. Chairman, Himachal Pradesh Khadi and Village Industries Board, Simla- 

20. Chairman, Manipur Khadi and Village Industries Board, Imphal. 

21. Chairman. Tripura Khadi and Village Industries Board. AgartaJa- 

22. Shri Harbans Singh Azad, Chairman, Jammu and Kashmir Khadi and 

Village Industries Board, Srinagar. 

23. Shri Dhuaja Prasad Sahu, 10, Serpentine Road, Patna (Bihar). 

24. Shri K- P. Madhavan Nair, Ootacamund, District Nilgiris, Tamil Nadu. 

25. Shri Ratubhai Adani, Junagkrh, Gujarat. 

26- Shri V. Ramachandran, Tamllnad Sarvodaya Sangh, T. KaJlupatti, Tamil 
Nadu. 

27. Shri Ratlbhai Gondhia, Saurashtra Rachanatmak Samtti, Rashtrlyashala, 
Rajkot, Gujarat, 

20, Shri Radhakrishan, General Secretary, Sarva Seva Sangh, Raj ghat, 
Varanasi- 

29. Shri Devendra Kumar Gupta, Secretary, Gandhi Smarak NIdhi, Rajghat, 

New Delhi. 

30. Shri Vichitra Narain Sharma, Bangaiow No. 3 La Palace, Shahnlzaf Road, 

Lucknow. 

31. Shri Sugata Das Gupta, Director, Candhian Institute ol Social Studies, 

Varanasi. 

32. Pro!. M. L. Dantwalla, Prolessor ol Economics, University of Bombay, 

Bombay- 

33. Shri V, N. Dandekar, Gokhale Institute of Economic Studies, Poona. 

34. Mir Mushtaq Ahmed, Aruna Hall, Urdu Bazar, Delhi. 

35- Shri Brijendra Keshoaraiya, Brij Gram Seva Mandal, Mathura. 

3(i, Shri Indraganti Subrahmanyam, C/o Shri A. Sanjiva Reddy, M.L.A.. 
Nellore. 

37. Smt- Devaki Gopidas, Devaki Bhavan, Kottayam, Kerala. 

30. Shri K. Ramalingam, B-Sc., B.L., Podanur, Tamil Nadu. 

LNo. F. 41/3/0y-KVI(P).] 
B. K. VARMA, Under Secy. 


MINISTRY OF HEALTH, FAMILY PLANNING, W.H. AND U.D. 

(Department ol Health) 

Neio Delhi, the 2,3 rd April 1969 

G.SJl. 1116. — In exercise ol the powers conlerred by the proviso to article 309 
of the Constitution, the President hereby makes the following rules further to 
amend the Lady Reading Health School, Delhi Recruitment Rules, 1962. 

1 . (1) These rules may be called the Lady Reading Health School, Delhi 
Recruitment (Second Amendment.) Rules. I960. 

(2) They shnli come into force on the date of their publication in the 
Official Gazette- 

2 In the Schedule to the Lady Reading Health School, Delhi Recruitment 
Rules, 1962, in column 11 against Seriai No. 6, for the existing entry the follow- 
ing entry shall be substituted, namely: 

‘T. Matriculation or equivalent qualification. 

2. Registered Nurse or Health Visitor. 

Desirable 

Diploma in Dietetic 


[No. F. 2-4/68-MPT.] 
K, DEO, Under Secy. 
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MINISTRY OF SHIPPING AND TRANSPORT 
(Transport Wing) 

New Delhi, the 2 6th April 1969 

G.S.R. 1117.— The following draft of certain rules further to amend the Port 
of Bombay Passenger Boats Rules, 1962, published In the notification of the Gov- 
ernment of India in the late Ministry of Transport and Communications, Depart- 
ment of Transport — (Transport Wing) Ports, No G.S.R. 1628, dated 23rd Novem- 
ber, 1982, which the Central Government proposes to make, In exercise of the 
powers conferred by clause (k) of sub-section (1) of section 6 of the Indian 
Ports Act, 1908 (15 of 1908), is hereby published, as required by sub-section (2) 
of the said section, for the Information of all persons likely to be affected there- 
by and notice Is hereby given that the draft will be taken into consideration on 
or after the 30th May, 1969, 

2. Any objections or suggestions which may be received from any person 
with respect to the said draft before the date above specified will be considered 
by the Central Government. 


Draft Rules 

1. These rules may be called the Port of Bombay Passenger Boats (Amend- 
ment) Rules, 1969. 

2 In the Port of Bombay Passenger Boats Rules, 1982, for rule 30, the 
following rule shall be substituted, namely:— 

<•30 When licensee or other attendant bound to ply. — Every licensee or 
other attendant of any boat shall be bound to ply his boat when 
required to do so by a Police Officer under any of the following 
circumstances:- - 

(a) when there are on board at least half the number of passengers 

certified to be carried or when there being less than half the 
number, they are agreeable to pay half the fare payable for the 
total certified capacity of the boat; or 

(b) if the licensee or other attendant demands pre-payment of the fare, 

or refuses to convey any person desirous of hiring his boat and 
willing to pay the prescribed fare, or demands for the hire of 
the boat more than the prescribed fare in contravention of the 
provisions of rule 28 except in accordance with clause (a) where 
applicable; or 

(c) when required to go to the aid of another boat or boats involved 

in an accident or collision in order to provide necessary assis- 
tance to save lives provided however that such passenger boat 
shall not be obliged to take in tow any damaged or waterlogged 
boat or shall not be obliged to proceed to the assistance of an- 
other boat under conditions which may imperil her own safety 
or the safety of her passengers and crew”. 

(No. F. 8PG(103) / 04.] 


New Delhi, the 29 th April 1969 

G.S.R. 1118, — In pursuance of sub-section (2) of section 6 of the Calcutta Port 
Act, 1890 (Bengal Act III of 1890) It is hereby notified that in accordance with 
the provisions of section 16 of the said Act, Shri H, D- Wahi has been elected by 
the Bengal Chamber of Commerce and Industry to be a Commissioner for the 
Port of Calcutta vice Shri J. Chopra, resigned. 


[No. F. 9-PG(8) / 69.] 
K. L. GUPTA, Under Secv. 
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(Transport Win*) 

Merchant Shipping 

New Delhi, the 26th April 1989 

G.S-R 1119.-'-In exercise of the powers conferred by sub-section (1) of section 4 
of the Marking of Heavy Packages Act, 1951 (39 of 1951), the Central Government 
hereby appoints with effect on and from the 1st June, 1969 the officers specified 
in column (1) of the Schedule below to be inspectors for the purposes of the said 
Act, and assigns to them the area specified in the corresponding entry in 
column (2) thereof : — 

The Schedule 

Officers 

Area 

(1) 

(2) 

Senior Inspector Dock Safety, "] 
Bombay. 

Inspector Dock Safety, Bombay J 

V Ports of Bombay Mormugao and 

Kandla. 

Senior Inspector Dock Safety,'] 
Calcutta. 

Inspector Dock Safety, Calcutta. J 

1- Ports of Calcutta and Paradlp- 

Senior Inspector Dock Safety, 1 
Madras. 1 

Junior Inspector Dock Safety, j 
Madras, J 

1 

Ports of Madras, Cochin and Visa^ 
khapatnam. 

Inspector Dock Safety, Cochin- 

Port of Cochin. 

Junior Inspector Dock Safety, 
VIsakhapatnam. 

Port of VIsakhapatnam. 

Junior Inspector Dock Safety, 
Kandla. 

Port of Kandla. 

Inspector Dock Safety, Mormu 

fiao. 

Port of Mormugao. 

Harbour Master, Port Blair. 

Port Blair and other ports in the 
Andaman group of Islands. 

Additional Deputy Commissioner 
Car Nicobar. 

Car Nicobar and Carmorta ports in 
the Nicobar group of Islands. 

Superintendent of Central Ex- 
cise Tuticorin. 

Port of Tuticorin- 

Superintendent of Central Ex- 
cise, Pondicherry. 

Port of Pondicherry. 
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